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■ USSR HEEDS MEDICAL WORKERS 

The following ia & liat of vacancies at various medical and scientific ' 
institutes throughout the USSR: 

Leningrad Scientific Research Institute for Ear, Throat, and Speech 
Diseases (Bronnitskaya, 9): deputy technician (Dr Med Sci) for the Experi- 
mental Physiological and Pathohistological labs; senior scientific collab,- 
orator for the Pathanatool 00 -histological lab; scientific secretary end deputy 
(Dr Med Sci and Prof) for the clinic of the Department of Fhoniatrlcs; deprty 
(Dr of Sci) for the Phonologic Laboratory; deputy (Dr of Sci) for the Phoni- 
atries Depatrtment . 

Pervcoayskiy Rayon Health Section, Moscow (Gospital'naja plosjwhad', 2, 
Hospital iment Bauman) : deputy (Dr or Cand Med Sci) for the Surgical Depart- 
ment, Unified Hospital and Polyclinic imeni Bauman; deputy (Dr or Cand Med 
Sci) for the Therapeutic Department, same organisation. 

Inetitute of Hour o surgery imeni N. N. Budenko, Academy of Medical Sciences 
USSR (Moscow 1*7, 5th Tverskay*wYamskaya, 5): deputy (Dr Med Sci) for the Ex- 
perimental Morphological laboratory; senior scientific collaborator (Dr Med 
Sci) for the Department of Child neurosurgery; Junior scientific collaborator 
(Cand Med Sci) for the same Department; ophthalmologist; X-ray technician; 
specialist on tumors of the central nervous system; specialists on trauma of 
the nervous system; three technicians for the Laboratory of Experimental 
Morphology. 

Moscow Oblast Scientific Research Institute of Obstetrics *71 *1 Gynecology 
( Pokrovskiys Torota, Lepokhinskij Tupik, 3) : hospital surgeon for the X-ray 
Department; two clinical hospital surgeons. 

Khar’kov Medical Institute (Sumsknya, l) : deputy (Dr Mod Sci) for the 
Chair of Diagnosis and Partial Pathology in the Therapeutic Faculty; docents 
for the Chairs of General Hygiene, Faculty Surgery, and Hospital Pediatrics. 
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Kaval Medical Academy (Leningrad, Fontanka, 106) : chief (Prof) of the 
Chair of Qpfchalmopathy; senior assistant (Dr or Prof) at the Chair of Instruc- 
tion; spec la list for the chair of physiologic Anatomy; assistant (Docent) at 

pat,norog] sc; surgeon speciali*- 
ing in .topographic Anatomy; specialist in Pediatrics. 


Pervcmayskiy Municipal Health Section, Odessa Oblast: chief physician for 
a 60-bad uterological hospital; otolaryngologist; deputisa for the various 
departments of the hospitals (quarters &v& 11a Die) . 


Khar 'kov Pharmaceutical Institue (TJl. Mel'nikova, 12) : deputy (Prof or 
Decent) for the Chair of Physical Chemistry and. Botany; deputy (Docent or 
Senior Assistant) for the Chair of Languages; senior assistant in the Latin 
language . 


Podol’skiy Municipal Health Department, Moscow Oblast: deputy. Thera- 
peutic Department, Municipal Hospital -MONIKI Affiliate (minimum experience 
20 years for doctors, 10 years for clinciote;. quarters available). ' 


Scientific Eeaearch Institute of Forensic Medicine, Ministry of Health 
DSSH (Moscow 6, Sadovaya Triumfal'naya, 13 ) : aspirants in forensic medicine 
(no quarters aval lable ) . 


Pacific Ocean -Sakhalin Maritime Health Section (Vladivostok, Korabel ’no- 
Haber© :dmaya, T) : chief physician for a 130-bed hospital and a polyclinic 
which handles 220,000 cases pd&year (at least 10 years' experience necessary)- 
therapist and surgeon, * 


Scientific Research Institute of Physiotherapy, Ministry of Health RSFSH 
(Moscow 9, Petrcvka, 25): deputy (Dr of Sci) for the Gynecological Clinic 
of the Base; deputy (Dr of Sci) for the Baby Clinic of the Ease; deputy (Dr 
of Sci), Pathomorpho logical lab; senior scientific collaborator (Cand of 
Sci), Pathophysiological Lab; senior scientific collaborator (Cand of Sci), 
neurological Dept of the Clinic, senior collaborator (Cand of Sci), Depart- 
ment of Phytotherapy, deputy for the LFK and Massage Section; hospital 
surgeon for the Department of Physical Therapy (at least 3 years' experience; 
no quarters available) . 


Shchelkcvekiy Bay on Health Department, Moscow Oblast: deputy for the 65- 
bed Surgical Department (Shchelkovo is 53 kilometers from Moscow and is con- 
nected by electric rail line; quarters available). 


All-Onion Scientific Research Inetitnto on Medicinal Herbe (p/o, Lenlno- 
Dachnoyv, Moaoor Oblast, VILAR) : chiefs for tbs Botany and Pharmacology 
Sections; senior scientific collaborator. Pharmacology Section. 


Sasan Institute for the Advancement of Doctors imenl T. I. Lenin (Ul 
Kcmleva, II): deputy (Prof or Dr of Med Sci) for the Chair of Tuberouloeiu . 


Second Moscow Medical Institute iaeni I. V. Stalin (M. Pirogovefcaya, 1) • 
professors for the Chairs of General Surgery, Therapeutic faculty. ^ 


Eastern Kazakhstan Oblast Health Department (Ust 1 -Kaaenogorsk, Ui. 
Drltgkogo, 13). deputy. Surgical Department, Oblaat United Hospital. 


Tbilisi Scientific Research Institute of Microbiology, Epidemiology, and 
Bacteriophages, Ministry of Health Georgian SSR (Tbilisi, Voyenno -Gruzinskaya 
doroga, Saburtalo) : deputy (Dr Msd Sci), Departments of Microbiology, Baoterlo- 

JP* Taoclnea -‘ deputies (Cand Med Sci) for the laboratories 
for anaerobic** BTeZh /type of vaccine/, serology, tuberculin, variola, 
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pasteurization, liquid pharos, antlmeasie vaccine; deputise (Cand Med Sci) for 

the sectors of intestinal diseases, children's infectious diseases, £n& para- 
sitic typhoid. 

Central Asiatic Institute for the Advancement of Doctors (Tashkent, 
Parkentekaya, Ho lj-3) : deputies (Prof or Dr of Med Sci) for the Chairs of Pedi- 
atrics, Oncology, Infectious Diseases, Organization of Health Measures, Tuber- 
culosis, Pathologic Anatomy, Topographic Anatomy and Surgery. 

First Riga Municipal Clinical Hospital (Riga, Latvian SSR, Ul, Kmsnoarmay- 
skaya 5) : deputy for the Clinical -Diagnostic Lab (minimum clinical experience, 

10 years) . 

State Balneological Institute for Kavminvodakh (Pyatigorsk, Ul, Bunayevskogo, 
3): director (Cand Med Sci), Hi sieved Cardiological Clinic; director (Cand Med 
8ci), Zhelezncvod Clinic, Balneological Institute; senior scientific collaborator 
(Cand Med Sci), Yeeaentuk and Zhelezncvod Clinical Institutes. 

Odessa Phaiwecetui cal Institute (Odessa. Ul. Kraenoy gvardii, 17): deputy 
(Docent), course on the history and organization of pharmaceutical matters; 
deputy (Docent) for the course on physical culture; deputy (Docent), course 
on medical preparation sales; docent for the Chair of Analytic Chemistry 

Odessa Roentgeno -Radiological Institue (Odessa, Pushkinakaya, k) : deputy 
(Dr or Cand Med 8oi), Roentgeno -radio -therapeutical Department; deputy (Dr or 
Cand Med Sol), Peripheral Departments; senior scientific collaborator (Cand of 
Sci) for laboratories. 

Ukrainian Experimental Institute for Eye Diseases imenl Academician V. P. 
Filatov (Odessa, Proletarksiy bul'var, h9-5l) : deputies for toxicology, his- 
tology, and microbiology laboratories; deputy, Peripheral Deportments ; deputy. 
Operational Departments; doctor, laboratory of Functional Methods of Diagnosis. 

KurSan Administration, Voronezh Oblast Health Department (Voronezh, 
Hlkitinskaya, 11): chief physician, Khrenov Tuberculosis Sanatorium (quarters 
and research department and facilities available). 

Dnepropetrovsk Affiliate of the Central Scientific Research Institute for 
Examination of the Working Ability and Organization of Work for Invalids) 

(TsXKTBT) (Dnepropetrovsk, Scvetskiy per., l) : deputy (Cand Med Sci) for the 
clinic (therapist preferred) . 

Leningrad Municipal Health Department (Leningrad, Vas. o-v, 1 Llnlya, 58) : 
deputies for the departmerts an infantile infectious diseases, Hospital Imenl 
Vera Slutskaya (minimum of 10 years' experience in pediatrios) . 

Central Clinical Boentgto -Radiological Hospital, MPS (Moscow, 66, 1st 
Basnannyy per., 8): chief, Roentgenotherapeutlcal and Consultation Dispensary 
Departments; surgeons for the Departments of Surgery (two). Roentgenotherapy 
(two). Radiotherapy, Roentgeno-diagnosis ; stomatologist ; otolaryngologist; 
urologist . 
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